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3.130 repeat 

WATERING. 

Sec. 3.130 Watering. 

""All water receplaciBfi ahall be kepi dean and sanilerv. 

'“‘MuHiple waier receptacles were observed wilfi sedimenlatjon accumulalion and tbe water had a reddish 
diaoQl[?ra1iqn due tq the irgn cpnlenl in Ihfl uu^tqr and el^ green algae wee praaenl in eqme bowls. 

order to prevant gastromlsstinal disease all water reoaptades shall be kspi clean arxl sanllary as often as 
necessary. A Fillration system is in the process of inglallation but is Slill not working.Wgler bowig need to be 
scrubad and bleached daily il necaearry. 

3.131 (a> REPEAT 

SANFIATION. 

Sec. 3.13 1 Sanitfliion. 

(a) Cleerring d enclosure Excrete shell be removed Irom printetY ertclDSures ee otlen ae neceesary to prfevent 
contami natron of the animals contained therein and to minimize disease hazards and to reduce odors. 
‘"MuHiple qnqiowres ( Lign^ end tigqr, babqat) herj eqqumglalion pf leq^l meteripl. 

order to prevent disease hazards and to reduce odors excreta shall be removed from primary enclosures 
as oflen as necessary. 

"■“An exit inlerview was conducted with ibe licensee. 


LUIS NAVARRO, D V M 


By; 

LU IS A N A VAfl RO, D V M USDA, APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspectrtr 6025 
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